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9% December 1969 


MEMORANDUM FOR THE RECORD: 


SUBJECT: Meeting with Mv. [) chier, ep Library 


Wvision, CLI 


25X1A9a 


25X1A9a 1. BEM bes been in cherge or the map library since Worlc 
Ver TI. He has recognized the problems inherent in the potential 
npace requirements or an uncontrolled expansion program in this 
“Jelda, At the moment there ere cix ceouraphic map procurement of~ 
teers around the worlé, and the flow o. maps and map related mar 
Seriuls, such as atlases: anc seopracuic studies, is constant. 


2, Recognizing the importance of keeping current as well as 
naintaining an historical rererence sollection, the map library 
“as For some years oeen sunctioning uncer a routine of periocic 
veview and reduction of its map holcings. ‘The amount of space, 
(approximately 17,000 sc. it. ), which the Map Library Division 
presently uses in |» is about 
the same amount of space that the map library required around 1960. 
25X1A9a HEM bas assumed peripheral responsibilities for decument pro-~ 
surement officers in the Department of state; however, the docu- 
ments acquired through their efforts flow through the State Depart- 
sent library and do not normally eugmens the materials going to the 
“ap Library. ‘their eollection eiiort is, however, related to that 

25X1A98 —s «5 the field mep collectors. [EBB staff has remained rather 
sonsistently between 40 and /.3 oseople. At the moment there are yy 
on cuty plus one at the Magazine building map collection. 


25X1A6d 


25X1A9a >, MBB bes aivise me thet he has what he considers to 
ye all the necessary details and epecivications regarding space 
requirements and. floor load information which may be needed in the 
BPS planning effort. he can ¥Yorasec no need to expand his steff 
or the map library eres. It must be romembered, however, that the 
map cases of 5 drawers each are oresently stacked 6 high. This 
youlé impose an abnormal ceiling height. He stated that his staff 
is perfectly willing te work on the rolling ladders (6 steps) in 
order to place or retrieve mope in the higher drawers. If the mep 
library were to bd moved to normal ceiling height space, it would 
veaquire a sizeable increase in square feet of floor space to spread 

25X1A9a the cabinets in lower stacks. MEM reemphasized at the end of 
our discussion that he can foresee 10 reason to expand his revolving 
aollection during the next lO years. 


25X1A9a 


TE 
4 


Tail dine Planning statf, OL 


histribution: 
Orig - OL/BPS/Subject File - OBGI 1 - OL/BPS/Chrono 
25X1A9q 01. DPS/EEEEEEE : ep /2552 (11 December 1969) 


Approved For Release 1999/09/27 : CIA-RDP86-00244R000200170011-5 


jade 


